United Motors Service of Goimbatore
miles, making an aggregate of 800 by themselves.   The
traffic of the entire system is controlled  at  the   Head
Office, as also the Branch Offices which are located at all
the important centres.   The number of such branch offices
is 11.   Each branch office is a complete unit by itself.   It
has a booking office, a garage, and service station to attend
to  repairs and maintenance and is well provided with
waiting halls for passengers.   The bus station at Palladam
is  a  model  for  all  to  copy   and   is  as  good  as  any-
thing on the Travancore System.   Located at a distance
of 23 miles  from  Coimbatore, it is an  important  bus
junction on which eight routes converge.    It has a floor
area of 22,000 square feet and has been built at a cost of
Bs. 45,000.    This bus station is probably the biggest in
India and, during the peak period, there were daily 70
arrivals with a total of 1,500 passengers.   The station has
a commodious garage for housing the vehicles and has
extensive accommodation for waiting passengers.   There
is a waiting room got up in such style that some of those
on the railways, would make a poor comparison.   A work-
shop is attached to the station for undertaking repairs and
maintaining the vehicles in running condition.   More than
everything else, an excellent restaurant is housed within
the premises of the station which incorporates modern
culinary devices and ensures sanitation.
The details of the running of the service are just the
same as oil the other systems, the conductors being
responsible for the collections and the checking inspectors
for exercising control on the line. The number of the
latter is 18. Each branch office is under the control and
jurisdiction of an Assistant Manager. An important fea-
ture that deserves special mention is the constitution of a
bin-card section. The cards, samples of which are givea
in the Appendix,4 are drawn up from the data submitted
4   Vide Appendix G. 2.